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No.4 Chapel near Feytroun, Lebanon 
> Steam Power Plant at Zoug M'Keel under eonstruetion by Italian engin@ering 
9. Mr. Abdenour's House sat Reyfoun “A, firm. 
13 Entrance to Feytroun 
14 Entrance to Reyfoun 
19 House under Construction 
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